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TUCK’S POST CARD 


CARTE POSTALE. 

By Appointment. 

The Pier at Eastbourne is one of the favourite gathering 
places of the crowds of visitors who annually frequent this 
pleasant watering place. It has a total length of 1,000 
feet, being 60 feet wide, and is supported by iron pillars. 
There is also a good landing-stage, ami a fine pavilion 
accommodating 800 people. 









